ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 VEHICLE # 


DATE 


OFFICER 1 
OFFICER 2 


11-04-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/12 
30 


1230/13 
15 


1320/13 
30 


1400/14 
10 


1410/14 
20 


1600/16 
30 


1645/17 
295 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN AND TRAINING. 


BUSINESS CHECK- 68017021 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


BACKED BOY2- 6933 HOLLYWOOD BLVD- MADAME 
TUSSAND’S 

THE UNIT RECEIVED A CALL FOR A 415 / 602 M/W 
HARASSING EMPLOYEES. UPON ARRIVAL, THE SUSPECT 
WAS GOA. PR- SANDRA STATED THE SUSPECT TRIED TO 
PUSH HIS WAY INTO THE MUSEUM. 


STATION CALL- BID OFFICE 
DID SO ON TRANSPORTATION. 


CODE 7 


BACKED FB5- 1400 VINE STREET- K&L WINE 


THE UNIT RECEIVED A CALL FOR A M/W SLEEPING IN 
THE REAR PARKING LOT REFUSING TO LEAVE. WHILE 
ENROUTE, THE UNIT ADVISED CODE 4. THEY ADVISED 
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THE SUBJECT- JAMES HAD NO CLOTHING AND WAS 
COLD. I WENT BY THE BSSC AND THE LOCATION WAS 
CLOSED. I RESPONDED BACK TO THE OFFICE AND WAS 
ABLE TO FIND TWO PAIRS OF PANTS, A SWEATER AND 
BLANKET. I TOOK THE ITEMS TO THE UNIT WHO GAVE 
THEM TO THE SUBJECT. HE WAS GRATEFUL AND LEFT 
S/B. 


1810/18 SUBJECT CONTACT- 1820 CAHUENGA BLVD- THE 
30 LAUNDROMAT 

I WAS FLAGGED DOWN REGARDING A 484 THAT 
OCCURRED APPROXIMATELY 20 MINUTES PRIOR. PR- 
JOHNS STATED HE WAS DOING HIS LAUNDRY AND 
WALKED OVER TO 711 FOR A SNACK. WHEN HE 
RETUNED, A WIT ADVISED A TALL M/W WEARING A 
BLACK HOODIE JACKET TOOK HIS BLANKET. THE 
SUSPECT WAS L/S W/B YUCCA STREET. THE PR 
SEARCHED THE AREA WITH NEGATIVE RESULTS. AN 
ADDITIONAL WIT ADVISED THE SUSPECT WAS L/S N/B 
WHITLEY AVENUE. I ADVISED THE PR TO CALL PD 
BECAUSE THE BLANKET WAS EXPENSIVE AND COULD 
NOT BE REPLACED. I ALSO SEARCHED THE AREA WITH 
NEGATIVE RESULTS. 


1835/19 BACKED BOY2- 6650 HOLLYWOOD BLVD- WORLD OF 
00 WONDER 

THE UNIT RECEIVED A CALL FOR A 602 M/B IN AND OUT 
OF THE BUILDING. UPON ARRIVAL, THE UNIT WAS 
UNABLE TO LOCATE THE PR. I ATTEMPTED A C/B BUT NO 
ANSWER AND V/M WAS B/O. ANOTHER TENANT EXITED 
THE BUSINESS ENTRANCE AT 1655 CHEROKEE AVENUE. 
SHE WAS AWARE OF THE SUSPECT AND ALSO KNEW PR- 
JAKE. SHE INVITED US INTO THE BUILDING WHICH 
INCLUDED A STAIRWELL AND MANY SEPARATE OFFICES. 
THE SUSPECT WAS ABLE TO MAKE ENTRY AND PLUG IN 
HIS ELECTRONICS NEXT TO THE STAIRWELL. 


1920/20 ADMIN- BID OFFICE 
00 
I COMPLETED MISC AI ADMIN. 


2000/20 BUSINESS CHECK- 68017021 HOLLYWOOD BLVD- THE 
10 H&H PARKING STRUCTURE 
PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 
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2030 EOW 
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